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UNCLASSIFIED 

PAGE 01 BERN 01685 121541Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 10-14 ISO-OO FBOE-OO A-01 /033 W 

100596 130700Z/14 

R 121400Z APR 78 
FM AMEMBASSY BERN 
TO SECSTATE WASHDC 6083 
INFO USMISSION GENEVA 

UNCLAS BERN 1685 

GENEVA FOR RSO 

EO 11652: N/A 
TAGS: ASEC 

SUB J : SELF-CONTAINED BREATHING APPARATUS 
REF: STATE 91139, BERN 1054 

1 . MARINE SECURITY GUARDS WOULD BE PRIMARY USERS 
OF EQUIPMENT. THEY WOULD USE IT IN ORDER 
RESCUE PERSONNEL TRAPPED IN A FIRE AND TO CONTAIN 
FIRE UNTIL FIRE DEPT ARRIVED AND WAS 

ADMITTED TO CHANCERY. 

2. SPECIAL TRAINING FOR USE OF EQUIP WOULD 

BE GIVEN BY BERN FIRE DEPT (WHICH ALSO OFFERED 
SELL US USED EQUIPMENT FOR 400 DOLLARS EACH). 
WARNER 
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